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AKE a common goods bor or packing case, one that is 3 x 3 feet 
by 24 inches high, or larger; remove the cover, nail two cleats opposite 
each other on the inside of the box “ag 


turned upside down, the tops of these 
the ground, then use the cover boards 


home-made brooder case. 


in one side or end, the lower edge of this opening to be 
of the floor, and then nail a strip of stout, closely 
Beside this curtained w 
to be two inches above the level of the 
floor, and by the use of leather hinges 
attach a wooden door that will entirely 
cover this opening with an inch lap on 
all sid 

Next cut a square opening, 6 x7 
inch n the of the brooder ease. 
in the side or end opposite the window 
and attach to case the fireproof heater 
section and all-metal lamp box of the 
Cyphers Company Adaptable Hover, 
cutting this opening at a point that 
will bring the connecting pipes of the 
heater section on a level with the pipes 
of the hover section when the le 
the latter stand on the floor of 
brooder case. 

Lastly, cover the top (formerly 
the bottom) of the goods box with 
roofing paper, or any other y 
material, bringing this material down 
over the four sides of the brooder case. 
so it will keep out wind and rain. Then 
batten up any cracks or other useless 
openings that may let in drafts, eover 
the floor with an inch or so of sand or 
fresh loam, and you will have a 50 to 
75-chick brooder that for a two-apart- 
ment ‘‘chick home” will be better, as 
judged by the good work it will do, 
than nine out of ten of the factory- 
made brooders now on sale in America 
or elsewhere 

This home-made brooder case 
ean be changed to suit the wishes or 
convenience of the owner or 


i 
Now turn the box over, bottom upward, and nar 


ss of 


the 


advantage; placing one of these 


with a partition through the middle from front to baek, thus providing a hover chamber 
and an exercising apartment, each to have a window.at the correct height above the 


floor. Instead of tacking the muslin over the window 9] 


wooden frames, and either slide or button these framesinplace or swing them on hinges. 


“THIRD SEASON'S EXPERIENCE” 


Mixnon Lage, N. H., May 
Cyphere Incubator Company, Buffalo, N. Y. 

‘This is my third season's experience with your Self-Regulating 
Adaptable Hovers. I attached them to home-made colony houses, 
‘These houses are cheaply constructed affairs, with 6 x 4 ft. floor space, 
npex roof covered with tar paper, sunall. window on one end and doot 
on the other end. While I do not these houses are as handy 
as your Style B Outdoor Brooders, which are equipped with the same 
identical Hover, I do claim that ‘these Adaptable Hovers take care 
of my hatches, even with an outside temperature as low 8s sero, 
When the low cost, durability, simplicity of adjustment and excellent 
work of these Hovers are considered I am satisfied that poultry raisers 
are making a mistake if they do not give them a trial. 

Cc. O. DORE, 


“WORKED TO PERFECTION” 

Guenvaze, L. 1, N. ¥., September 29, 1911, 
Ineubator Compa: Bu a ¢ 
1 will be interested to know that t 

from you last February rked to 
made brooder, 3 feet wide long 3 
six windows in this brooder, ich furn 
sunlight throughout its ent length. 
into three sections, the Ac Hover ‘bei ed at one end 
Tam an invalid, with both t paralyzed, which hinders mt 
ably in thy work, and I could not be bothered with a broode 

that does not work satisfactorily WM. GIEGERICH. 


ptable Hover I bought 
T init a ieee 
high. Have placed 
windant supply ef 


brooder is partitioned 


THE CHICKS WITH CHEAP BROODER" 
Marurytox, W. Va., June 19, 1911. 
falo, N. ¥. 


LOST HALF 


Cyphers Tn 
Adapt 
Through the cold spring 
her warmed up 
places raised nearl; 
fifty to seventy-fiv 
spring I 
lamp would go out 


a brooder house, but 
and in both 
. hover from 
hem when about four to fw 
ali the chicks with a ol 
all the chicks would frees 
TER HOBART. 





CYPHERS COMPANY'S ADAPTABLE HOVER 
(Quartering View 
ireproof—Insurable—Can be used anywhere 

1—Heater Compartment. 2—Inlet to Fresh-Air Chamber. 3— 
Outer Pipe of Fresh-Air Flue. 4—Asbestos-Lined Metal Brooding 
Hover. 5—Air Inlet to Lamp Chamber. 6—Cell-Board Asbestos, 
Metal-Covered Backing that Separates Heater from Woodwork 
of Brooder Case. 7—Metal Flange that Separates Direct Heat 
Pipe from Woodwork of Brooder Case or Brooding House Par- 
tition. 8—Outer Pipe that Encloses Direct Heat Flue from Lamp 
to Radiator. 9—Waste Heat and Fume Pipe. 10—Insulating 
Collar at Point where Waste Pipe Passes Through Brooder Case or 
Partition. 11—T-Wind-Brake and Fume Exit. 








ints where, when the box is 
elats will be seven inches abov 
the box for the floor of this 


9 x 12 or 9 x 18-inch opening 


D ven muslin over the opening. 
ndow cut a smaller opening, 446 inches in size, the lower edge 


— = ‘ = 


YS” 





In northern latitud 
windows can be used. 
on frames 


or five inches above the level 


ADAPTABLE BROODING HOVER 


ny’s Complete Self-Regulating, Self-Ventilating, All-Metal, Fireproof 
Used in Cyphers Outdoor and Indoor Brooders, 
and Styles. Designed Specially for Use in Home-Made Brooders, 


le Brooding Hove 
also in Roosting Coops, Colony Houses, Etc. 


i 2 ea 
on its side and dividing it 


ings it is better to attach it to 


“WOULD USE NO OTHER KIND" 


Sourn Beno, Inp., July 23, 1911. 
Cyphers Incubator Company, Buffalo, N.Y. 
After an extended experience with Cyphers Incubators and 
Brooders I am free to say that I would not want tou: 
kind. ‘They are superior to any other make that I have operated. 
The chicks have all hatched out strong and vigorous and I did not 
lose any after putting them under one of your Adaptable Hovers, 
which ve installed in a big dry goods box. It makes the best 
brooder I have ever used and I cannot speak too highly of it. 
1028 East, Wayne DONALD SHAW. 


AN ORGAN BOX” 

Macutas, N. 
alo, N.Y. 

Self-Regulating and Self-Ventilating 
led it in an organ box. It took care of 
any hen could. Your Hovers attend to their 
work at all times, including furnishing the proper temperature and 
in providing adequate ventilation. And the Hover does not get a 
fit now and then and jump up and down and trample the life out 
of the little chicks, as hens often do, and it does not scatter lice broad- 
cast like an old h When our first chicks hatched we did not have 
the Adaptable Hover ready for them and the hens we were obliged 
to put the chicks with trampled several of them to death and covered 

them with lice. URBAN PRESCOTT. 


June 16, 1911. 
Cyphers Incubator Company, 

We purchased one of 
Adaptable Hovers and ins 
the chicks better th 


“ANYONE CAN OPERATE A CYPHERS INCUBATOR 
BROODER SUCCESSFULLY” 
Newsean, Texn., August 16, 1911; 
Cyphers Incubator Company, Buffalo, N. Y. 

Last January I bought one of your No. 1 size Standard Cyphers 
Incubators, also ‘an Adaptable Hover. I had never used an incuba- 
tor before. While the incubator was running I made an. outdoor 
brooder, similar to your Style B, and installed the Adaptable. Hover 
therein.” After giving some hens all the chicks they could take care 
of I had 58 left, which I placed in the Brooder. I raised all of the 
58 chicks, while'a good many of the chicks with the hens died. The 
brooder chicks grew the best, also. I am going to make some more 
brooders next season and will equip all of them with Adaptable Hov- 
ers, as I am convinced that this device beats the old hen and is much 
less trouble. Anyone can operate a Cyphers Incubator or Brooder 
successfully G. D. PARKS. 


“AM MUCH PLEASED WITH INVESTMENT” 
Gace, Oxxa., June 10, 1911. 
Cyphers Incubator Company, Bufalo, N. ¥. 

After trying several other makes of Brooders I bought a Cyphers 
Adaptable Hover from your K: y Branch House. Am much 
pleased with my investment and with the success I have had with 
this Hover. I built a brooder house, B feet long, 3 feot 
high in front, 2 feet high in rear, and partition through 
center, thus making two compartm: eet square. In each of 
these compartments I placed a window, hung on hinges from the 
top, which I could use as a door. I have practically used this asa 
continuous brooding house for all my chickens, and have had as high 
88 200 small Plymouth Rocks in hover department atone time. During 
the season I have not lost one chick that could be laid to any fault 
of the brooder. In fact. I have had such success that I am going 
to purehase more Adaptable Hovers in the near future, 

ORE 


oR 


“PURCHASED TWO MORE” 
Crankn, New., June 19, 1911. 
Cyphers Incubator Company, Buffalo, : 

YP am using three of your Self-Regulating Adaptable Hovers and 
they are giving satisfaction, as do all Cyphers Company products 
T have ordered thus far. I installed my first Hover in a case made 
out of a box, with a pitched roof, shingled. In the front of 
the case I placed a window 24 inches square. The floor is raised 8 
inches from the ground. The first Hover proved so satisfactory that 
{purchased two more and installed them in cases 4 feet square on 
the ground, 4 feet high in front and 3 feet high in the rear. Each 
case has a shingled roof, windows, and the floor is 8 inches from th: 
ground, like the first. HARRY L. BRYANT. 


I oF e) h 
will give them all the room they need, night and day, and still keep the chicks under 
complete control—contented and happy and safe from enemies. 

Please read the following samp! 
KNOW—from successful poultry raisers who have put our claims to the test and 
have found the Cyphers Company Adaptable Hover to be exactly as represented: 


, or for use early in the season when the weather is quite cold, glass 
Window guards made of one-inch-mesh poultry netting tacked 
can be used in the same manner as the muslin frames. 
the chicks indoors when the curtain is removed and to admit fresh air 
grow warm later in the season. 

Another good idea is to locate the chick exit (the 4 
end of the brooder case, treating the window-si 
direction the window should face—and then supply a covered chic 
shelter, see picture of Cyphers Company Chick Shelter on page four of th 
4 run-way and shelter can be made easily by any pesson who is handy with tools 


and will serve to keep 


the nights 


x 6-inch opening) in the east 
ase as the south side—in which 
-run or chick~ 

heet. Such 
A few 
hoards, some one-inch-mesh poultry 
netting, some nails and brads and a saw 
and hammer are all that is needed. 
Old boards and some stakes to drive in 
the ground will almost answer the pur- 
pose—except that some kind of a 
simple roof is required to turn away 
most, of the rain. 

Brooder cases of any size and 
shape can readily be made by a man 
or boy who can handle asaw and ham- 
mer. Thousands of Cyphers Company 
customers build their own brooder 

8, then equip them with Cyphers 
Company Adaptable Hovers, and this 
combination gives them high-class, ef- 
ficient, self-regulating, self-ventilating, 
absolutely fireproof brooders at very 
low cost. These cases should not be 
smaller in size (for best results) than 
3 x 3 feet in floor measurement by 24 
inches high at the back, but they can 
be made as much larger as the builder 
may desire, giving room for one apart- 
ment only—that containing the hover 
—or for two apartments, the brooding 
chamber and an exercising apartment. 

A convenient size for the exercising 
apartment is 3 x 3 feet. Two goods 
boxes can be set side by side and a 
connection made, thus providing the 
two apartments in a simple and ine 
pensive manner, and to the goods be 
that does not contain the brooding 
hover a chick-run or chick-shelter can 
be joined—then the caretaker will have 


ide of the 


le reports—they are from men and women WHO 


“HAVE RAISED ABOUT 900 CHICKS” 
Oaxtanp, Cat., July 15, 1911 

Cyphers Incubator Company, Buffalo, N. Y. 
Sinco starting in the business here’ I 
Cyphers Company ‘geods, for the reason that I always find them 
reliable and as represented. been using two of your Adaptable 
and this season have raised about 900 chicksin them. I uso 

them in connection wi de brooders. Have had as many 
as eighty-five chicks under one hover ten days at a time and exper 
cnoed no troublewiththem. I think they ate the ideal hovers, Next 
season shall add more of your Adaptable Hovers to my equipment. 

GEORGE RUS’ 


“BEFORE TRYING IT LOST LOTS OF VALUABLE BIRDS" 
Nonri Istxsuono, Mo., June 18, 1911, 
Cyphers Tneubator Company, Buffalo, N.Y. 

I have had good success using your Sclf-Regulating Adaptable 
Hover this spring. Before trying it i lost lots of valuable birds. 1 
placed the Hover in a brooder coop that I made, 6 x 4, 3 ft. front 
and 2 ft rear, outdoors. I si raising 98 per eent of all the 
chicks placed in it, and those I did lose were picked up by crows. I 
have putas many as 75 chicks in the hover and could easily put more. 
I have been raising chicks a number of years, but your Adaptable 
Hover is the best brooding system I have ever used, Shall use more 
of your Hovers and also a larger incubator next, year. 

N. E, BUNKER. 


used nothing but the 


“OPERATED BROODER IN SNOW" 
Wavxesna, Wis., November 20, 1911 

Cyphers Incubator Company, Buffalo, N. Y 

I want to repeat what I have said many times that Cyphers 
Incubators and Brooders are a near perfection in workmanship and 
material used as can be made. I purchased your Adaptable Hover 
and installed it ina home-made brooder. I made the brooder with 
double sheeting and tar paper between. I also equipped it with 
six-inch legs to keep it up off the ground. I operated this brooder 
in the snow last spring and the chicks thrived and grew into fi 
birds. The regulating device does its work well, und the ¢! 
plenty of fresh, pure, warm air. I have always received the bi 
of treatment from you. FRANCIS DEROY BANCROFT. 





HOVER, PROPER, SHOWING RADIATOR 
(Side Cut Away) 
Ample Chick Space—Mechanical Design—Very Durable 


1—Chemically-Treated, Fireproof Hover Curtain, Double 
Thickness. 2—Kim of Asbestos-Lined Metal Hover to which 
Double Woolen Curtain is Attached with Heavy Wire. 3—Air- 
‘Tight, Solderless, Fireproof Radiator into which Direct Heat 
from Lamp Flame is confined. 4—Zine and Steel Double-Action 
‘Thermostat that Operates Regulator Arm. 5—Pivot Casting or 
Knife-Edge Bearing of Regulator Arm. 6—Circular Opening in 
‘Top of Asbestos-Lined Metal Hover through which Surplus Heat 
Emerges when Disc is Raised by Action of Thermostat. 7—Regu- 
lator Disc. 8—Opening in Top of Hover Through which Upright 
‘Thermometer is inserted. 9—Upright Brooder Thermometer that 
Can Be Read Without Removing It from Regular Position, 














ET US suppose, reader, that you own 50 to 75 valuable chicks- that you wish to raise 

y artificial means, and that you place them in a brooder that is not self- 

regulating. When you go to the brooder the last time at night you carefully 

adjust the lamp flame so that it will supply a temperature of 90 to 95 degrees 

under the hover, provided the room temperature or outdoor temperature does 

not fall more than 10 to 15 degrees. But suppose that during the night there 

is a sudden change in the weather, which often occurs in the spring of the year, and there 

is a drop in temperature of 20 to 30 d grees within a few hours—what will be the effect on 

the chicks? Justthis: At first they will huddle in the warmest place they can find; then as 

they grow colder they will crowd and “mass up,” some crawling under and over the others, 

thus trampling and smothering the smaller and weaker ones; then, if relief does not come 

soon to their aid, the whole lot will “chill”—and little chicks that haye been chilled are 

quite certain to develop bowel trouble and become stunted or die outright. 

This is not an exaggerated picture: Hundreds of thousands of valuable chicks are 
being killed or stunted every year in exactly this manner. , 

On the other hand, let us suppose that you own a self-regulating brooder or brooding 

hover—what then? In this case, on your last visit to the chicks each day or evening, you 

will take the precaution to turn the lamp flame high enough so that it will produce 20 to 40 

degrees more heat than is needed under the hover to supply the 90 to 95 degrees required 


for the comfort and health of the chicks. : 
But this “surplus heat” is not forced under the hover to remain there and over- 


trary, the regulating damper remains open as long as more heat is being generated 
than is needed to maintain the correct temperature underneath the hover, and this 
surplus heat is discharged 
inside the brooder case 
and, therefore, is not wasted; 
but as the outside temper- 
ature drops, and the space 
under the hover begins to cool 
down below the right tem- 
perature for the chicks, the 
regulator damper gradually 
closes, thus confining more 
and more of the surplus heat 
beneath the hover for the use 
and protection of the chicks. 
By this means any natural 
change in outside temper- 
ature can be guarded against 





CYPHERS BROODER REGULATOR 
Complete Standard Regulating Device Used on Cyphers 


Com- 
pany.s, Adaptable Hover and in Cyphers Indoor and Outdoor Oil- 
eated Brooders, All Sizes. Same Thermostat Exactly is Used in 
Full Line of Cyphers Incubators. 1—Zine and Steel Double-Action 
‘Thermostat. 2—Seat of Knife-Edge Bearing.  3—Regulator Arm. 
: a b a 4—Counterpoise Weight. 5—Regulator Disc, 6—Adjustable Nut. 
without injury to the chicks. 


The question that should interest you, Reader, is this: Why do chicks thrive so 
well—live and grow so rapiilly in brooders, both factory-made and home-made, that 
are equipped with the Cyphers Company Adaptable Hover? Please keep this question in 


heat the chicks, which is almost as injurious as it is to chill them. 


“USING 20 ADAPTABLE HOVERS” 
Curcaao, I1s.., March 20, 1911. 


Cyphers Incubator Company, Buffalo, N. Y. 

VPM ning at the present time; and have used for two years, twenty 
of your Self-Regulating Adaptable Hovers. I defy any inventor of hovers 
to beat this device. It is without exception the only reliable ‘foster 
mother” I have ever used. Its heating ts uniform and itis, nob, the 

jority of brooders, apt to change with the different climatic changes. 
Tastee worde: ie fa in fact “reliable,” P. J. ARMSTRONG. 


“FOUND REGULATOR USEFUL AND NECESSARY” 
Braproup, Vr, November 8, 1911. 
Cyphers Incubator Company, Buffalo, N.Y. 
Tee a vont Adaptable fiovers with ‘the regulator. I. found the regula- 
tor to be a useful and necessary part of the outfit, as in the spring here 
the thermometer varies from 30 to 60 degrees in twelve hours, outside 
the brooder. I have three of your Hovers. The Adaptable Hover is the 

best brooding outfit I have ever seen. W. D. MERRILL, 








“ADJUSTING IT AS INCUBATOR REGULATOR” 
Ocata, FLa., November 27, 1911. 
Cyphers Incubator Company, Buffalo, N.Y. 
Vian using your Adaptable Hovers in’ all of my brooder houses and 
T make use of the regulator on the 
hover, adjusting it 
as I would an in- 


they give the utmost satisfaction: 


hover and they are 
comfortable and 
happy. 1 would 








perature eve 
With a “first ho 
and then cold” 


as we have here the 
chicks do not thrive 
well under such con- 





REGULATION IS AUTOMATIC 


Sectional View Showing How Surplus Heat is 
Forced Out of Hover, Automatically, when Tempera- 
ture Rises to Required Point. Surplus Heat is ie: 


ditions. 
IVY LTRY 





RM,_ 


On the con- 


“SUITABLE FOR OUR CLIMATIC CHANGES” 

; Datias, Tex., October 28, 1911, 
Cyphers Incubator Company, Buffalo, N.Y. 

have used two o' 

house and the results 
the Adaptable Hoy 
regulator with which tho / 
feature and does all that you 










Hovers in a specially built brooder 
Lean highly recommend 
le for our climatic changes. The 
Hover is equipped is_a valuable 
jaim for it. M. E. ZAPP. 








“CHICKS GROW FASTER AND LOOK BETTER” 
‘Tyner, Minw., March 18, 1911. 





Cyphers Incubator Compan 
T have been using sev 
Last year I got tw 
are the best brooding de 
‘grow faster and look T have coat 

r two of your Hovers and I have never 
chicks two weeks old than these are. I have 





Buffalo, N.Y. 
al es of Brooders for the last four or five 
















date 90 





this 
seen stronger and bette: : 
found the Adaptable Hover to be A No.1 in all respects, It is self-regu- 


lating, with just as good a regulator as you have on the Incu- 


bator. After the regulator is set once it runs to perfection. 
Saat J. P. ERIKSEN. 
“LARGE HEALTHY CHICKS" 
Buooxury, N, ¥,, July 11, 1911. 
y, Buffalo, N.Y. 





Cyphers Incubator Com 

Tam using your Self-Regulating Adaptable Hover and I think old 
Biddy should tip her hat to it. I never lost one chiak through the fault 
of the Hover and it keeps the temperature as steady ax a clock. Moreover, 
it was in February that I set it out on the open ground in a made 
brooder with a home-made storm shelter, and T-only lost 5 chicks, all 
of these from accident. You have certainly hit upon the correct construc- 
tion for Brooding Hovers, and your plan of furnishing fresh, warmed air 
to the chicks in Hover ia all that you claim for it. The large, healthy 
chicks produced by your brooding system indicate the correctness of 
your method. I ean say frankly that my chicks have done splendidly, 


first to last. 
619 Shepard Ave. C. MAYRSHON. 














“RAISED 90 TO 95 PER CENT OF THE CHICKS” 
Toranam, Me., November 9, 1911. 
Cyphers Incubator Company, Buffalo, N. Y. 
‘Last year 1 purchased tw 
‘and built 1 house to put them in. Al 
is to keep the lamp filled, trimmed and clean. mperature 
ey in the slightest. And say, the snow will drift half over the brooders 
the chicks will be as happy as clams. > 
None of us had the slightest idea how to run an Incubator or op- 
erate a Brooder, but we raised from 90 to 95 per cent of the chicks, anc / 
they like weeds—no sign of leg c 


i ay wa zt 








mind as you read the sample reperts published herewith. 


“TRIED OUT NEARLY ALL OTHER BROODERS” 
Deut, N. Y., January 1, 1912. 
Cyphers Incubator Company, Buffalo, N.Y. 

Am much taken with your Adaptable Hover. After giving it a severe 
test in competition with other brooding devices I believe the Adaptable 
Hover to be without an equal, I know whereof I speak, because I have 
tried out nearly all the other brooders on the market. I’found that your 
regulator works like a charm. This has a great deal to do with brooding 
the chicks successfully, inasmuch as it holds the temperature even and 
the chicks are more contented and quiet than when the heat is contin- 
ually running up and down, as it does in brooders not automatically regu- 





ated—in fact, | have had brooders that the heat al ‘down, Had 
‘one made bya——-——firm. that refused to go. above. seventy- 
five degrees. ‘I made kindling wood of it. AB. GEROWE. 


“COMPLETE PLAN FOR RAISING CHICKS” 
Royrarstox, Mass., August 24, 1911. 
Cuphers Incubator Company, Buffalo, N. Y. 

This season I hatched’ over 2,500 chicks with two of your 244-c) 
cap: Standard Cyphers Incubators, Used your Self-Regulating 
‘Adaptable Hovers and Colony Brooders with the best of results. These 
brooding de: in conjunction with your Balanced-Ration Poultry 
Foods, yrovide a complete plan for successfully raising chicks. Eyon 
during stormy, zero weather my chicks continued to thrive and grow. 
Your regulating dev’ ntains an even temperature under the 
and the air is always pure and wholesome, 

WARREN W, GRANT. 















lover 


“PURE AIR, WINNING POINT” 
Hixcetey, Int., November 4, 1911. 


Cyphers Incubator Company, Buffalo, N. ¥. 
Your Self-Regulating Adaptable Hover has given me excellent re- 
sults, It was placed in a coop, air-tight on all sides excepting the front 
which allowed plenty of fresh alt to enter. I consider the Adaptable Hover 
rfect and will use nothing else. The regulator I consider a necessity. 


he passage of puro air into the Hover is the winning point of your Broo 
ing Dev 


+, and strong, growing chicks must be the natural result. 
neues est DR. GEO. C. FRY. 
“CORRECT IN PRINCIPLE AND CONSTRUCTION" 
Sourm Ouaua, New, July 1, 1911. 
Cuphers Incubator Company, Buffalo, N.Y. 
‘We have been very successful this season with our poultry work. 
We use three of your Adaptable Hovers, also one Style B Outdoor Brooder. 
We believe your Adaptable Hovers to’ bo absolutely. correct in principle 
and construction. ‘They hold the temperature at any given poiut, even 
during zero weather. ‘he brooders in which we installed your Adaptable 
overs were modeled after your Style B. We breed choice 1. ©. Rhode 
large seale a use nothing but Cyphers Company 
PEERY RIDGEWAY 
or W. 











pourte 


charged Brooder riment in which 
Locuted, thus Conserving the Heat for Use of Chicks. 


E. Peery, 





RAPPED or “dead air” is something that absolutely must be avoided in a 
brooding hover, or the device will prove to be a death-trap for the healthiest of 
chicks. The problem is this: How to furnish the sleeping chicks with an 
ample and continuous supply of fresh, pure, warmed air underneath the hover, 
especially at night, without a direct circulation that will result in drafts, colds, 
diarrhea, ete. “Warmed air,” in this case, can come only from the lamp or 

radiating chamber, and there must be positive protection against two things:—First, against 
the passage of lamp fumes and gases to the space undemeath the hover where the chicks are 
sleeping; second, the device must be so constructed and safeguarded that the lamp flame 
cannot blow out or “suck out,” no-matter how strong or “gusty” the wind may be. And 
it is during windy, stormy nights and blizzardy weather conditions that a truly “depend- 
able” brooder or brooding device is most needed. 

By “trapped ” or “dead air” is meant a volume of air above and around the heads 
of the chicks that does not change, that is not freshened or renewed by some proper 
means of ventilation. In a large majority of the low-priced, ernbly constructed brooders 
offered to poultrymen the breath of the chicks is “trapped” in the close, ill-ventilated 
space in which they sleep, and this vitiated air is fatal to little chicks, the same as it would 
be to babes. ‘This is the direct cause of many chicks weakening and dying- despite the 
fact that the owner of such a brooding device works faithfully to save and raise them. 

For best results in raising strong, healthy chicks be sure to avoid the use of 
brooders or brooding hovers that are warmed by means of central heat domes—by 
a metal dome of any kind that occupies space underneath the hover on the floor of 
the brooder or aes enclosure. This central dome not only takes up valuable 
room, but is sure to be hot, especially in cold weather or on cool nights, and the chicks 
are certain to crowd close to this dome and thus will trample and smother the smaller, 
weaker ones. Furthermore, these central-dome or center-heat brooding hovers cannot be 


















“AM GOING TO CHANGE OVER MY OTHER HOUSES” 
Petes Rupa, RAGSEOONEs Osta. July 12, 201 

Cyphers Tneubato , Buffalo, N.Y. 

upitTam very much pleased with the Cyphers Self-Regulating Adaptable 

Hover which { purchased in April. It has done good work, Have operated 


“EVEN UNDER THESE 
AND 




















CONDITIONS CHICKS WERE HAPPY 
‘COMFORTABLE 


Easr Oranar, N. J., July 19, 1911. 


Cyphers Incubator Company, Buffalo, N. 
If I had to depend entirely on 














properly ventilated without the creation of direct drafts, which are even more fatal to 
little chicks than is trapped or dead air. 

The Cyphers Company Adaptable Hover is positively self-ventilating—absolutely so. 
Fresh air is drawn into the upper half of the heater section, is there warmed and then 
is forced under the hover above the heads of the chicks, and must gradually find its way 
out, either through the slits 
in the curtain or through the 





circular opening in the top 

of the asbestos-lined, metal 

hover when the regulator 

damper (or disc) is open @ 

partly open. The principe 

is exactly like that of a hot 

ae prunes in residence 

resh, outdoor air is takes S 

into the radiating chamber WINTER AND SUMMER INLETS 

there passes over the heated Showing Different-Sized Air Inlets to Lamp Chamber for Winter 
* a i: Gas and Summer Use. 

surfaces and then is carriel Sd,gummer Use. Lamp Roglces, Greater ‘lc Supply se, Warm 

through pipes into the live tm Winter Time Out of Doors, and is ‘Opened Part Way or Wholly 


During Warm Weather or When Adaptable Brooding Hover is Used 


ing and sleeping rooms. By Tos, “A"Guasle Device’ Bat eteatiel, po ee eener ‘Operation, 


this system the space under 
neath the hover is certain ta 
i and night, a @nstant, continuous supply of fresh, moderately warmed 
mingles with th: radiated air above the backs of the chicks, and at that 
bone Pee part of the ninsty-degree temperature which insures the comfort and health 
of the chicks. 








“IF 1 COULD NOT GET ANOTHER” 

Norra Isumsnoro, Me., May 25, 1911 
B Cyphers Incubator Company, Buffalo, N. ¥. 
¥. The Adaptable Hover works fine, and T would not take double the 
ns and could not get Cyphers In- i 






cost of it if I could not get another. Shall need one or two more next 








a so D7 x 6 78 chicks in the hi : rn ° 

Se ae a Oe ata te an cae a eesaealig _cubstors and Bronders to raise my chickens T would not stay in the chicken Spring. |Am raising about 000 chicks this season and they- are doit nicely. 

Tee ee ee ea adated er Tove; as it Meops an businegs over night.” Your Incubators and Brooders are simply indie the self-regulating feature of the Adaptable) Hover ia all that could bo 
i ‘nsable toa money-making. pl ‘our Adaptable Hovers are lesired, and the self-ventilating system produces strong, vi 

even temperature at all times for the chicks, and the system of furnishing PO" Way. “I tock off my first hatch in March of this year; put the that develop into money-makers, ces strong. RENE 


fresh air under the Hover is a, great improvement over the old-style 
brooding devices. I think the Cyphers Adaptable Hover is the best de- 
vice of the kind on tho market and there are others in this vicinity who 
are of the same opinion, Next year I am going to change over my other 
houses so that all of them will be constructed upon the new and improved 
way of caring for chicks. E. JAMESON. 








chicks under a Cyphers Hov! 

ice in the drinking fountain 

under the Adaptab’ 

were perfe 

st 4 months weigh 4 pounds. 
97 Bouth Grove St. 


“PURE, 
car 


your "time-sa 


that are doing fine. 


and when I went out in the morning found 
but even under these conditions the heat 
le Hover was up to the required point and the chicks 
y and comfortable. 


FRESH AIR" 


Cyphers Incubator Company, Buffalo, N. Y. 

It gives me much pleasure to report the success I have had with 

ving ible Hovers used in connection with a home- 

Fnade colony house, fitted with a run at each end. The first lot of chicks 
I ‘60 to each run and raised 118 of them. 

old I moved them to another house, cleaned out the brooders and filled 

them with 100 chicks, 50 to each pen, and raised 97 sturdy 


Westrorr, Cown., July 6, 1911. 
Cyphers Incubator Company, Buffalo, N. ¥. 
I have used your Adaptable Hovers with success and have taken 
pleasure in recommending same to interested parties who have visited 
I have 9 of your Adaptable Hovers—5 in a 6 x 10 brooder 
4 in colony houses—2 in each of the houses. The Hovers 


Pullets from this lot of chicks 
R. J. HOUS 





Liszon, N. H., July 28, 1911. 





in these Hovers. I have found that the chicks become at home 
in the Hovers, which provide amy veni ‘and which can 
be kept in a sanitary have a fine, vigorous lot of youngsters 
to attest to the excellency of your brooders. 

= SAUGATUCK POULTRY FARM, 
R.F.D. No. 11 Geo. W. Harris, Prop. 


When four months 


“kiekers” 





VENTILATION IS AUTOMATIC 
Sectional View Which Shows How Warmed, Fresh, Outside Air 


Space Underneath Hover by Forced Draft 
Dome He Without Possibility of Lamp Blowing 
is Open to Brooder Case or Poultry House in Which Adapt- 
able Hover is Used. There is No Passage Way for Air from Interior 
of Brooder Case or Poultry House to the Lamp Chamber. As Will Be 
Noted By the Arrows, the Outer Fresh Air Enters Upper Half of Heater 
Section (Above Lamp Chamber) Through the Screened Opening (a) and 
Passes Into (b) Between Walls of Double Heat Dome, 
Through Space (c) Underneath the Hover (d). 






‘These Adaptable Hovers are easy to regulate and the chicks take 
to them readily and are always comfortable. The sutomatie eystem of 
lying pure, fresh air, warmed to the proper temperature, is of great 
value in oting healt vitality in the chicks. Practically all 1 
have to do is to attend to the food and water supplies—the Hovers do 
the rest. In the way of time-savers they beat anything I have ever tried 
in the line of Brooders. J. E, COLLINS. 








“INTEND TO SUPPLY MY 





1 PLANT WITH THEM” 


Atamo, Tenn., June 16, 1911, 


Cyphers Incubator Company, Buffalo, N.Y. 

I bought one of your Adaptable Hovers this spring, as a sample, 
and after testing it out am so well pleased with it that 1 intend to supply 
my entire plant with these Hovers. The Hover has numerous advantages 
over other brooding devices on the market, but am especially pleased 
with its ability to produce an even temperature for the 
supply an abundance of pure, fresh air at all times. My ci 

into fine and hearty fowls. I consider the Cyphers Adaptable 
best device made. I am using mine in s brooder 
it to be the nearest thing to a hen I ever used. 
with it. J. BE. ELYCE 








beue 6 6 ft., and 
x6 ft., 
Have had fine success 


“IN CURTAIN-FRONT POULTRY HOUSE” 
Wesr Avexanves, Pa., March 14, 1911. 
Cyphers Incubator Company, Buffalo, N. Y. 

We are using your Self-Regulating Adaptable Hovers in a curtain 
front poultry house. We have installed the entire Hover, including heater, 
inside the building. The heaters are placed 8 inches below the floor level, 
so that the Hover sits level with the floor. We use inclosures to keep 
the chieks close to the Hover for the first few days and after that the 
babies creep under the Hover just as naturally as they would under the 
hen. At night when we make our last trip to make sure that things are 
Tight it is s pleasure to see a row of little heads and bright eyes peeping 
from each Hover. The chicks are absolutely no trouble to raise in these 
Hovers. They have plenty of pure, fresh air all the time, and if the out- 
Side temperature vares the or takes care of it so that the air in 
the Hover does not get either too cold or too hot. We ean confidently 
leave the chicks for hours, knowing that they are safe in the Hovers, 
Last year_out of 340 chicks put in the Hovers we only lost 27 from all 
causes. Faz chicks were ee ee gad arty March, and 
though was extrem and stormy the little chaps were 
lcombatablo mod hapuy aight and cay. We nol om tate ovis tees 
owe you @ vote of and we wish you continued success, because 
you deserve it. ¥. W. DONALDSON- 








quires the 1 
where the ¢ 


E should remember that the “brooder” we are talking about—that we 
are to properly heat and correctly ventilate, is to be a “home” for little 
chicks just hatched. These chicks are mere “babes,” without covering to 
keep them warm. They are entirely dependent on the care you give them 


—their lives depend on the quarters in which you place them. 


To raise 


chickens with success and profit—doing so without the aid of hens—re- 








¢ of a well lighted, uniformly heated and well ventilated apartment or enclosure, 
icks can be comfortable and safe, day and night—a place to which they can go 


to get warm—where they will have pure, fresh air—where they can not chill and will not 
crowd or trample one another. 

The heater and hover of a properly constructed and reliable brooder are its “heart and 
lungs.”” To make sure of having these vital parts act as they should—that is about all there 


is to successful brooding by artificial mean 
enough, is well lighted an 


is safe at night a 


rovided the enclosure or brooder case is roomy 
ainst the four-footed enemies of little chicks. 








But, for best results, the heater, in fact the entire brooding device, must be sub- 


stantially built and should be safe from fire. 
chicks are burned up in cheap, flim: 
at “giveaway” prices—prices so low that any 


Every season many thousands of valuable 
constructed, fire-trap brooders that are sold 
thinking person should know beforehand that 





wrongl: 








he will get no more than he pays for. 
These dangerous devices are little else than cracker boxes with an inverted 


tin can for a “heat dome,” and thi 


ped y 





is dome is warmed by a soldered bowl, or glass lamp, equip- 





ith the cheapest of burners, practically a “five and4en-cent-store’’ affair, that is loca- 


ted inside or underneath the inflammable wooden box—and the unscrupulous manu- 
facturers further degrade themselves by claiming that these “fake” brooders will hold— 


will prope: 





tly care for 


00, 300 and even 400 chicks in single flocks. 


You may think that 


we exaggerate, but we do not. Many readers of these lines who have been “bitten” by the 
purchase of these “bargain-counter” brooders know that we are telling the plain truth— 
they have found out, to their loss and sorrow. 


Cyphers Incubator Company, Buffalo, N. Y 
I have four of your Self-Regulating Adaptable Hovers which Inve 
been in use about three years and th 
‘ors for a number of years when I heard about 

er. Tt looked good to me, and now that I have been 


been using 


your Adaptable Ho: 
using them they look better than ever. 
of the Hovers 
certainly thrive and grow rapidly in 


“NOW LOOK BETTER THAN EVER” 


your incub: 





and the regulatin, 





2525 Washington Ave. 





HOVER LAMP CHAMBER 
Shows Lamp Chamber of Heater Compart- 
ment With Sliding Gravity Door Pushed Upward 
Between Double Metal Walls, and Illustrates 
Convenient Use of Mirror Attachment in View- 
ing and Adjusting Lam 
Heater Compartment, 


Hdl" Soe ct oie 
to Lamp Chamber. Looking Downward from eo neti been the 
= Folge Mise (p)ne Flame Can Easily tors gid ine Ba is oad bursa Re wenkees Woon scar ah 
s: lected on Mirror from Opening (c) daptal lovers. Adaptable Hover is a great boon to poultry. rai 
E. 





Flame in 


een 
in Chimney. 


devi 


‘ithout Opening Door 


Houston, Texas, October 28, 1911. 





I thought it might interest 

installing your Self-Regulating A 
hovers just as represented 

in every way. 

and 





y are still working fine. I bad 


one 
I like the metal construction and one tha 





works to perfection, My chk tover of another make 
a of trouble until the tenth day 








R. J. HUGHES 


an extent. 
“CANNOT BE BEAT” 
River Facis, Wis, 
July 10, 1911: 


Cyphers Incubator Com 
pany, Buffalo, N. ¥. 





must say that your 4 


not be beat. I willbe broode 
in the market for two 


or three more of them 














Cyphers Incubator Company, Buffalo 
daptabl 





perfectly fire-proof as well as a good heater. 
I want to reportto which I built 
you that the Cyplers the other. In this brooder I inst 
Adaptable Hovers an- and from two. hatches T abe 


Every outdoor and indoor brooder that bears the name- “Cyphers’’ is equipped 
with this Adaptable Brooding Hover, as illustrated and described herewith. This means 


that these brooders are fireproof and insurable. 


And the same is true of home-made 


brooders, roosting coops, colony houses, ete., that are equipped with the Cyphers Company’s 
Adaptable Hover, because, as be- 


fore stated, each and every Cy- 
phers Company Hover bears the 
Fire Underwriters’ ‘inspected 
brooder”’ label as a separate de- 
In other words, the metal 
label of the Fire Underwriters 
is attached to the Hover just 
bove the door of the lamp box. 
there- 
fore, is not a question of the 
kind of a brooder case in which 
labeled” 
Hover is used or of when or 
how the Hover is used—the 


vice. 


This fireproof feature, 


this 


proved and 


hover itself is fireproof. 
This 





UNDERWRITERS LABORATORIES. INC. 


INSPECTED.BROODER | | 


e sp N21 4 i 


OF FIRE UNDERWRITERS’ OFFICIAL LABEL 
IR INSURABLE BROODING DEVICES 

Form of Brass Label to Be Found (In Serial Numbers) On Every 
‘Cyphers Company Adaptable Hover. Each Hover is Built In Strict 
Conformity to the “Rules and Regulations" of the National Board 
of Fire Underwriters and is Separately Inspected and Labeled In our 
Factory, Under the Direction of Said Board. Safe to Use Anywhere. 
Home-Made Brooders Equipped is Approved and Labeled 
Hover are Fireproof and Insurable. 





FAC-SIMILE 
FO 





fety-from-fire feature of the Cyphers All-Metal Adaptable Hover is a matter of 


truly great importance to poultry men and women who propose to entrust their chicks to 
the care of a brooder, either factory-made or home-made, and who wish to use this brooder 


in or near valuable buildings or other inflammable property. 03 
men have lost their brooders and chicks—also hen houses and other buildings—by 
which have resulted from the use of 


Far too many poultry- 
fires, 


flimsily built, wrongly constructed, “bargain-price” 





brooders, that were made to sell, and that proved to be totally unsafe in practical use. 


“FLOCK OF CHICKS BURNED UP” 
Currrexpen, N. Y., November 7, 1911. 
Cyphers Incubator Company, Buffalo, N. 
‘ou to know what success I had after 
table Hovers last spring, 
they gave me complete satisfaction 
‘They fill a long-felt want for » hover that is fire 
that will not flicker during a gale. 


T found 


Before receiving your Adapt- 


I had a valuable flock of chicks burned up by the use of a 
After installing it, it gave me an endless amount 
when it caught fire and smothered 
my most valuable chicks, besides damaging my colon; 
I cannot recommend your Hovers to Rigtisaseaeedonde- 
it, “KIDDER. 





of 
house to quite 


Cc. 


“IS ONE GRAND INVENTION” 
Monticetto, N. Y., July 10, 1911. 


v 
Hover is one grand invention, being 


I have one Outdoor Brooder 


self, 7 x 14 feet, 5 feet high on one side and 6 feet on 


i four of your Adaptable Hovers 
50 chicks. I now have 245 
dan outside room 14 x 24 














this fall. 1 build my iv 
brooder houses out of PT aaa 
‘gece al ey TLLIAM EBELING. 
‘swer the purpose 
well. The Adap H TO DISTURB ITS 
Hovers are no trotble 
to install, and are easily Metrosr, Maas., July 25, 1911. 
operated. The métal Cyphers Incubator Compan be 
construction makes . I have used this year two Brooders equipped with the Self-Regu- 
fae ree ee lating and Self-Ventilating Adaptable Hovers and have had complete 
— _ ‘onge. success. Compared with other styles of brooding this modern machine 
ae ern is certainly a great step in advance. There is no bottom heat to cause 
Pat ee the little chicks to get crippled feet or leg weakness and you ean regulate 
gee temperature in the ta toosting room almost to fraction of w degre, 
ymouth, ure really perfect x arrange- 
Fire- this season and ment. It certainly is a great’ invention. My little plant, is located on 


hill where I get 


he cold east wind right from the Atlantic, but the storms 


strong enough to blow out 


M. M. WALTERS, 


12 Spear Street. 


your 





F. MUELLER. 


“ABLE TO RAISE GREATER NUMBER” 


Lumpervite, Pa., June 26, 1911, 
Cyphers Incubator Company, Buffalo, N. Y. , 

T bought threo of your All-metal Seif-Regulating Adaptable Hovers 
this year and they gave excellent satisfaction. used these hovers 
in colony houses § x 8 feet. The colony houses were built on skids and 
were moved to new ground as soon as the grass was eaten from the runs 
We kept chickens under the hovers for four weeks, then moved them to 
other colony houses with fireless hovers with excellent results. We placed 
from 50 to 66 chickens under hover when taken from incubator. We 
have been able this year to raise a greater number of chicks under hovers 
than we ever could with hen: 8. nN 

















L. PAXSC 








“EVERY NEEDED CONVENIENCE” 
Mrarms, ‘ » May 24, 1911. 














Cyphers Incubator Company, Buffalo, 
T bought one of 








your Adap Hovers from Evi Williams 
th and I like it better than anything of the 
. You seem to have thought of every needed con- 
venience in caring for the chicks, One of the special features of your 
Hover which appeals to me very strongly is your system of assembling 
all the parts of the Hover so that they can be screwed together, hence 
can be easily separated when require J.D. McDOWELL, 











“A COMPARATIVE TEST” 
East Broosmenp, N. ¥,, June 19, 1911 
Cyphers Incubator Company, Buffalo, N.Y. 

After raising two broods of chicks in ‘one of your. Self-Regulating 
Adaptable Hovers without the loss of a single chick it is not necessary 
to say I am more than pleased with the Hover. I placed your al 
Self'Regulating Hover. and. a——————-woo 
10 x 12 foot colony h 
tive test. Before the-————_— 
the wooden-top warped until I had to take it out and bind it with metal 
to hold the top in place. The Cyphers Adaptable Hover did its work 

because it is built to stand up under all ordinary conditions of use. 
T placed 68 chicks in each of these Hovers on May 4, 1911, and did not 
lose a single chick in the Cyphers Adaptable Hoyer, while under the 
————-wooden-top Hover I lost 7. I did not use the Hovers 
after the chicks were three weeks old on account of the weather being 
warm. Again, on May 28, 1911, I placed 74 chicks under each of these 
Hovers (same'as above) with the result that I again raised all the chicks 
at Hite veThe eoeatina ie orcauacaaih din Cai Allies 

len- ver. ‘The ing is evi eo that ers t= 

‘Ho fetere use F think Mabe, Adon’ 


16, ive 1b @ thorough investigation belore placing thite order 
Wve it a thorough investigation before placing thelr order, 
ie i WALLACE B. NICHOLS, 























(HIS brooding device is called “Adaptable” because of the many practical ¥ 
in which it can be used by poultry raisers, On the first page of 


Brooders 
suc 
Buffalo, 





Ss in on 








this cireu- 


lar we have described in detail how it can be used with excellent results at 
low cost in a home-made brooder ease, consisting of a goods box or a piano or 


organ box. 


As before stated, this self-regulating, self-ventilating, all-metal fireproof 
and insurable brooding hover is used in the full line of Cyphers Indoor and Outdoor 








see pages 61-68 of our “Poultry Growers Guide for 1912.” 
of the long brooding houses on the C: 
. Y. (see illustration on page four of this sheet), and it ean be 


It is also used with 
yphers Company’s 50-acre poultry farm, 
sed with good 








results in other makes of brooders; provided the cases are not less than 3 x 3 feet in floor 


space anc 


1 24 inches high. 


One of the best uses to make of this brooding hover is to attach it to a Colony Roost- 
ing Coop, such as the Cyphers Roosting Coop—see next page—or to a portable poultry house 


of any kind—also see next page. 
section in a few seconds of time. 





The hover section can be disconnected from the heater 
Its removal from the interior of the coop or house leaves the 
r floor space for the growing chicks that now are ready to oc- 


cupy roost poles. By this plan the chicks are left in the same quarters after they no longer 


need artificial hea 


moved or 





disturbed. 


They are used to these quarters and will do better if they are not 


The Cyphers Company Adaptable Hover can be used successfully in connection 
with any ordinary hen house, closed shed or other outbuilding where space can be 


partitioned or wired off for the chicks. 
rooms of dwellings, also in stables, barns, ete. 


Many of these hovers are in use in vacant 
See pictures on other side of this cir- 


cular that suggest the variety of uses to which this readily portable, easily handled, fire- 


“INCREASED MY BUSINESS THREEFOLD" 


Cyphers Incubator Company, Buffalo, 

ia season I increased my suppl: 

the pleasure (o state that th r 

the market. I have used your Adaptable Hovers in two ways, 
them in two-apartment brooders of ny own i 

T generally put aboyt 75 chicks in the brooder and at the e1 

weeks place them in the colony house, except in severe weath 

{Regulating heater I have increased my businessithreefold, 

in zero weather with fine success, At one ti 


of your & 
rearing, chic! 





chicks in a brooder and after six weeks removed 
chick during this time. 


clusively. 





Colony-Type, 


Been Sold 


Apartments on Same Level. Large, Single-Pane, 12 x 18-Inch Win- 

dows With Substantial Frames. Double Doors to Exercising Apart- Cyphers Incubator Company, Bu 
ment for Ready Cleaning, and Wire-Protected for Summer Ventila- Have used several males o 
tion. Price, Complete in All Particulars, f. 0. b. Buffalo, Boston, New ease of ing and freedom from 
York City, Chicago and Kansas City, $16.50. Shipped Knocked Down Regulating 

at Low Freight Rates. Price, f.0. b. Oakland, $17.50. 7 x 10 foot 


y are. 





1 breed 


CYPHERS STYLE B 


(Equipped With 
‘Three-Apartment, 


Fire-Proof and Insurable 

Style B (Formerly Known as Style A) Cyphers Company Combined 
Outdoor Brooder and Colony Roosting Coop. Tens of Thousands Have 
Personal Satisfaction Guaranteed" 
Never Have Been Asked to Take One Back. 
Seven-Eighths-Inch Thick Lumber. 


on the 


R. and 8. C. 


Dover, Mass., June 27, 1011. 





Le Cyphers Incubator Company, Bi 
of Adaptable Hovers and I have From personal experience 
ly the best article of the kind on Hover to be the best brooding de 





Sul 





T put of 
them, losi one 
Islas ex- 
PARMENTER. 





844 Washington Street. 


table Hover has giv 


ture. The chicks thrived 
in keeping an even temperature. 


to operate. 


Cyphers Incubator Company, Buffalo, N. 

leased’ with the Cyphers Adaptable Hover for 
stalling in small colony houses which provide plenty of room in w 
the chicks can exercise, and where during rainy and stormy weather the 


OUTDOOR BROODER We ere much 


Adaptable Hover) 


Self-Regulating, are fully protected. 


Self-Ventilating, a 

are inst in any suitable 

possible amount of attention. 

Basis and We = 
of “usI 





ing 


je that I could leav. 


ing The regulator is so dependal 
e and in colony howes. with a 
of three it where Ik ‘am away from home 
. By means raise chickens successfully without some 





it to a dry goods box, following the suggestions contai 
and grew rapidly, and the 





to your claims for it. It is in truth 
that may arise in successfully brooding chicks. L. D. 





SEVERAL MAKI 
Seven Vauuers, Pa., June 21, 1911. 
EE es es 

» but re 
ena encwicl oe catan 
Adaptable Hover beats them all. I install your Hovers in 
curtain-front portable colony houses. H. B. ZECH. 


» 


proof hover may be “adapt- 
ed” with profitable results. 

Cyphers Company Adapt- 
able Hovers are machinery- 
made throughout. Special 
stamping machines and 
costly dies are used in their 
manufacture. The weight and 
quality of metal and all details 
of construction are governed 
by the Fire Underwriters, 
on penalty of a refusal by 
them to issue to us the official 
labels. Each hover is separ- 
ately inspected in our factory 
by a representative of the Fire 
Underwriters, and is approved 
and labeled under the direc- 
tion of the National Board 
of Fire Underwriters be- 
fore it is boxed for shipment. 
There can be no variation, 
therefore, in the construc- 
tion of these devices, nor in 
the quality of the materials 
—they are always the same, 
always strictly first class. 























“HAVE LEARNED OF THEIR MANY ADVANTAGES” 


Depuam, Mass., August 3, 1911. 


fato, N. Y. 
an pronounce the Cyphers Adaptable 
ce 


have ever had for all-around work, 
all day or all night 





temperature and know for a certainty that I would find 





various times and could not 
ch dependable hover. I in- 





tend to get more of them the coming season and shall use them in Colony 
Houses with 75 to 100 chicks in each F 

for my way of brooding—in movable Colony Houses—and they are so 
easy to take down to transfer from one house to another that I would 
not do without them now that I have learned of their many advantages. 
Cc. HERBERT 





. They are the only thing 


ANDERSON. 


“IS IN TRUTH ADAPTABLE” 
Hooster, N. D., November 6, 1911. 
Cyphers Incubator Company, Buffalo, N. ¥. 
‘The Adap 


me entire satisfaction. 1 attached 
ied in your litera- 
regulator assisted 











I found that your Adaptable Hover 


every way the Hover proved up 


Adaptable” to most any conditions 


HURCH. 


“FOR INSTALLING IN SMALL COLONY HOUSES” 


Cosren, Ox10, October 17, 1911. 







ch 


The Cyphers Brooders run the steadiest of 
any we have ever operated and we have tried a good many. 
easily ins place and do their work with os 


These Hovers 





Self 


HOVER 


CYPHERS COMPANY ADAPTABLE 
“IN SERVICE” 

One of the Many Ways In Which the Cyphers Company Adaptable 
Hover Can Be “Adapted” To Suit the Various Requirements of Poultry- 
men. Given a ers y All-Metal, Self-Regulating Adaptable 

Window Sash, an Armful of Boards, or a Large 

Case, and Any Man or Woman Who Can Saw a Board 

Rig Up” In an Hour or Two a Comfortable and 

Safe Home Yor Chicks. This Hover Can Be Quickly Attached To Any 
Small Roosting Coop, and After the Chicks Are Large Enough To Occupy 
‘a Roost, the Hover Can Be Detached In a Few Moments’ Time and Stored 
Away for the Same Convenient Use Another 





“NO MATTER HOW HARD IT RAINS OR BLOWS” 
Luxcrorr, N. J., November 13, 1911. 
Cyphers Incubator Company, Buffalo, N.Y. sale 
Tre cent tact wel att tickled to death” with It. No 
more old hens for ine, I would have been several hundred chicks better 
off had I been using your brooder previously instead of hens. No matter 
how hard it rains of blows it never bothers your Adaptable Hover. Under 
such conditions other brooders smoke or ihe lamp goes out, but this is 
not true of the Cyphers lamp box and heater. M. EB. HURLEY. 





“AM INSTALLING SIX MORE" 
Hanrronp, Conn., March 3, 1911. 


Cyphers Incubator Company, Buffalo, N.Y. . 

T used your Self- ting Adaptable Hovers with excellent suc- 
cess for brooding my chicks last season and am installing six more Hovers 
for use this season, one of which already is occupied with an early hatch 
of 68 chicks which are nearly two weeks old and are growing like woeds. 

For lack of room I am installing the six Hovers temporarily in the 
end of one of my laying houses which goes to show that the name " Adapt- 
able Hovers" is an appropriate one, because they are adaptable to almost 
any conditions, CRYSTAL POULTRY YARDS, 

H. Ei, Rogers, Proprietor. 


“ALL KINDS OF TROUBLE” 
Broparapsvitiy, Pa., June 26, 1911. 


Cyphers Incubator Company, Buffalo, N. Y. 7 

L installed the Adaptable Hover in a colony house, size 8 x 6 x 
covering with roofing paper on sides and roof, I placed 100 8. 
Leghorn chicks in the house and the Adaptable Hover did the rest. 
raised 97 good healthy chicks. Your heat-regulating attachment. is one 
of the best inventions out and is so simple that anyone can keep the heat 
at the correct degree at all times. Last year I used an old-style brooder 
and one home-made hover and had all kinds of trouble. 

A. J. STOCKER. 








6 feet, 
c. Ww. 








“MORTALITY WAS LOW” 
* Wittiamstown, Mass., July 19, 1911. 
Cyphers Incubator Company, Buffalo, N. ¥. 

Your Sclf-Regulating Adaptable Hover has given us great satisfac- 
tion. We have rooder house 16 x 50 feet with 9 breeding pens and 3 
nursery pens. We put 75 to 100 chicks in each of the Hovers and kept 
them there for 10 days, then reduced the number to 60 chicks for 14 days. 
When they were 8 weeks old we placed them out on range. Our mor: 


oT soe IN OAK POULTRY AND EGG FARM. 
HL J. Pic » President. 








CYPHERS STYLE A OUTDOOK BROODEK WITH HOME- 
MADE EXERCISING APARTMENT 

Style A Two-Apartment Outdoor Brooder, Equipped With Self-Regu- 
Jating Adaptable Hover Sells For $12.50 f. 0. b. All our Points of Business, 
Except Oakland, Cal. (Oakland Price $13.50),and the Purchaser Can Make 
His Own “Sun Parlor” or Exercising Room, Building It as Large as He 
Pleases and At Small Cost. A Large Goods Box or Packing Case Will 
Answer the Purpese Very Well. Style A Brooder Is Shipped Knock- 
Down at Low Freight Rates. 





“NOW USING SIX OF THEM” 
Gurssuaw, Pa., November 15, 1911. 
Cyphers Incubator Company, Buffalo, N.Y. 

fave had remarkable’ success ‘with your latest inventive triumph, 
tho Solf-Regulating, and Self-Ventilating Adaptable Hover, Am, now 
using six of them in my piano, box colony house brooders. | March 20 
1911, L put sixty White Wyandotte chicks in Colony House No. J and 
ed Ties four of them to maturity. I also put in Colony House No. 2 
forty-fi 8 were fed on Cyphers 
Tam delighted with the way your Hovers 
‘are easy to operate, the wind 

ing device takes care of 











for en chicks and r: 
Chis Food and Beef Scrap. 
have operated in the colony houses, 
does not affect the lamp, and the regul 

















temperature in the Hover. To all poultrymen who visit my farm I reeom- 
mend your incubators, brooders and poultry supplies. 1 do this, because 
of their great merit and because it is a pleasure to deal with a Company y 


that treats its customers the way you do. 


to you for their trade, 
MOUNT ROYAL FARM, 
Chas. P. Glogger, Proprietor., R. D. No 


Phat is why I send my frie 





fo, 2, 


“NOW HAVE EIGHT” 
Buve Jacker, Oxxa., July 31, 1911. 
Cyphers Incubator Company, Buffalo, N. Y. 

‘The Adaptable Hovers I bought from you are the nearest to » per- 
fect brooding device I have tried. I bought five———— brooders a 
few years ago, but failed to make them work and could not raise chicks 
in them, Also tried 
two other kinds with- 
out success. Then I 
bought oneof yourStyle 
C Brooders and two 
Adaptable Hovers, 
thinking I would not 
get in too deep with 
your brooding devices 
until [found out whether 
they would give me the 
results desired. After 
trying your brooders 
short time I ordered 
more Adaptable Hovers, 
and now have eight in- 
stalled in brooders built 
after the pattern of your 
Style C Brooder. Have 

had my patience sorely 
tried endeavoring to 
raise poultry with o- 
called cheap incubatora 
and brooders, and if my 
experience is'any criter- 
ion will say that the 
poultry world would be 
ee oe off 
poultrymen would let 
vcheay i incubators: and 





LOW-COST HOME-MADE BROODER 
Showing How a Common Goods Box of a 
Size Easily ined Can Readily Be Cor 
Verted Into a Serviceable,, Well-Lighted, Safe 
and Comfortable Outdoor (Or Indoor) Brooder 
By the Use of the Cyphers Adaptable Hover. 
See First Page of ‘This Sheet for Detailed 
How to Make a Br This 





Roomy ani Home For 50 to 
Too'Chickse "No Danger Whatever From Fire brooders severely alone. 
—This We Guarantee. terns) C. B. WELLS. 


“NOW USING TWELVE” 
Rocxyvoxp, Iuu., December 7, 1911. 
Cyphers Incubator Company, Buffalo, N. ¥. 

We are now using twelve of your self-regulating and self-ventilating 
Adaptable Hovers. I cannot find a single fault with them and do not 
see how they could be improved. They are built for business. 1 would 
like to earnestly urge all beginners not to experiment with so-called cheay ap 
poultry equipment. If the Cyphers equipment is used at the start it wi 

be necessary to waste a year or two in waking up. 1 cannot express 
our thanks to you for your high ambitions in placing the best goods on 
the market for poultrymen, and I'do believe that you do have the best, 
regardiess of imitations. 

PURITY POULTRY FAR} 
R. Brown, P1 






ietor. 


“USING 24 HOVERS—EXPECT TO PUT IN 24 MORE” 
Husnono, Int., October 14, 1911. 


Cyphers Incubator Company, Buffalo, N.Y. 
‘One of the 


greatest calamities that’ could happen to the poultry 
world would be for 

you people to dis- 
tinue makin 
neubstors and 
Brooders. Keep on 





with the good work! 
had one 


We have 
of the 





we think it only 
right for us to give 
your firm a share 


of the credit, This 
past, spring, we pat 
in twenty-four of 
your Self-Regula- 
ting Adaptable Hov- 
ers and their use 
has proved to us 
that the breeding 
problem is solved. 
t 








Soreny, HOUSE SERVES DUUBLE PURPOSE 





Adaptable ‘Hover for Br 
Winter or During Changeable Spring Weather. 
When Chicks No Longer Need Artificial Heat the 
Hover Section is Removed and the Chicks Remain 
In Colony House Until Time Comes to Separate 
Sexes. After That the Pullets or Surplus Cockerels 
Can Be Left In House, 


$8.50 








everything complete, f. o. b. Buffs 


$9.50. Each hover safely boxed for shipment, weighs 40 Ibs., and can be shipped by express to many points at a low rate, 
the value of time considered, at this season of the year. WITH EACH HOVER at price named we furnish a zinc and 
steel thermostat and regulating device, the same as used on Standard Cyphers Incubators; a tested, wood-mounted 
brooder thermometer and a seamless-bottom lamp equipped with exactly the same style and grade of burner we supply 


with our Standard Incubators. 


IN OTHER WORDS, everything connected with this popular priced BROODING HOVER iis strictly first class, and 
we warrant it to last ten years and give good satisfaction, with reasonable care and precaution. 
HOVERS and you will be convinced that it is the best and most economical brooding device for little chicks ever in- 


vented and placed on sale. 


SEND ALL ORDERS and address correspondence TO OUR PLACE OF BUSINESS NEAREST YOU, thus saving; 
valuable time and a large part of the freight or express charges. 


PRICE OF CYPHERS COMPANY’S 
ADAPTABLE HOVER 


THIS IS THE PRICE of the Cyphers Company All-Metal, Self-Regulating, Self-Ventilating ADAPTABLE HOVER, 
falo, Boston, New York City, Chicago and Kansas City. 





FIRELESS BROODING OF 


CHICKS 


IMPRACTICAL EXCEPT IN SMALL NUMBERS AND VERY COSTLY IF YOU VALUE YOUR TIME. 


TESTIMONY OF A MAN WHO TRIED HARD TO MAKE 


A SUCCESS OF IT. 





The following is the report of R. P. Ellis, 2406 Flatbush Ave., Brooklyn, N. Y., 
Proprietor of the Aurora Leghorn Farm and Founder of the Aurora 
System of Branch Egg Farms:— 


“Tn the summer of 1909 I experimented with various ‘fireless’ brooders, and 
reached the following conclusions: 

“Frrst—It is possible to raise chicks by the fireless method. 

“Seconp—The death rate is far too great unless weather conditions are ideal— 
which they seldom are. 

“Tuirp—The economy, so-called, in a ‘fireless’ brooder consists in making it 
much smaller than the heated brooders, and the saving in oil is offset five to one 
by the item of extra labor. 

“Fourts—The most serious objection to the ‘fireless’ method is that the at- 
tendant must practically live with the chicks. The care and attention the ‘fire- 
less’ chicks require make the plan impracticable on a poultry plant, where a 
person's time is an important item of value, or labor is expensive. 

“TI must confess that I turned reluctantly from the ‘fireless’ field—what its ad- 
vocates claimed for it was so tempting! But we tried the best advertised methods 
and followed them faithfully, only to meet with severe loss—both loss of labor and 
an excessive loss of chicks. 

“Tt must be borne in mind that in making these ereaseneee we were charged 
with a responsibility rather greater than is usual with poultrymen, since on our 
decision rested the methods to be employed on the numerous branches of the 





HOVER AND LAMP EASILY CARED FOR 
—WIND-PROOF 


While 
Door, Window or Chick Exit (or all three!) are 
Wide Open and Flame Cannot Suck Out. 
Flame is Viewed Through Mirror Attachment 
Without Raising Gravity Door. Hover is War- 
ranted To Be Fire-Proof and is Self-Regula- 
ting and Self-Ventilating, No Matier Where 


Lamp Can Be Removed and Re 


Aurora Leghorn Farm, known as the Aurora Sy: stem of Branch Farms. We were forced to find a method effective, economical, 


labor-saving, and the ¢quipment must be durable.” 


USING MORE THAN 400 CYPHERS ADAPTABLE HOVERS 

After his costly experience with the “fireless” plan of brooding, Mr. Ellis 
bought and carefully tested the Cyphers Adaptable Hovers. Writing on this sub- 
ject, Mr. Ellis reported as follows: 

“Tt was no wonder, therefore, that we were glad, indeed, to find complete success 
in the use of your Adaptable Self-Regulating Hovers. They have proved to be 
exactly what we were looking for. For us this hover has filled ideally every con- 
di to enumerat 
mst—The cost is far below that of any individual brooder or pipe system 
of the same capacit 

“Seconp—The principles of self-ventilation, with heat from above, ete., 
correct, not only in theory, but in practice. 

“Trrrp—Its installation—immediate and simple. 

“Fourta—Its construction (all galvanized sheet iron, solidly bolted and riveted 
together) makes it indestructible—so much so that its purchase becomes an invest- 
ment, not an ex st for years—perhaps a lifetime. 

“Firra—Its maintenance (cost of repairs) is practically nothing, whereas any 
woodwork requires have found to my cost. 

“Srxru—lits effici —of the highest, because we have raised larger percentages 
of chicks i in it than in any other brooding device we ever used. 

“Srventa—lIts economy of time and ior. Six of these hovers in our 14 x 14 
feet laying house enables us to care for 300 chicks under one roof. 

“E1GHTa#—The low cost of oil—using only 2 one-inch wick—and its dependa- 
bility. It ‘stays on the - job” day and night, and the self-regulation adds much to 
the caretaker’s ease of mind.” 

For illustrated description of plans for using Cyphers Company Adaptable 
Hovers in Combination Laying and Brooding Houses, see Cyph« ‘ompany’s 244- 
page Complete Catalogue and Poultey, Growers’ Guide for 1813, Profitable Poultry 
and Egg Production," a copy of which will be sent free, postpaid, ny address in 
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ADAPTABLE HOVER IN COLONY HOUSE 
(Front of House Removed) 

Shows Use of Hover In Any Low-Cost Style 
of Shed-Roof Poultry House or Colony Roost- 
ing Coop, Large or Small. All-Metal, Fire- 
Proof Brooding Hover Can Be Installed or Re- 
moved In One to Three Minutes’ Time. 
When Hover Section is Taken Out the Chicks 
Are Left to Roost In Quarters To Which They 
Are Accustomed. 


the United States or Canada on request. 








ba! HOPE TO SAVE HUNDREDS OF CHICKS” 
Kenpat Green, bs January 18, 1912. 
Cyphers Incubator Company, Buffalo, 

Pe irettin place toy sites tor tax Of Oyphoe Bal: 
Regulating and Self-Ventilating Adaptable Movers and 
herewith enclose check to pay for same. We are to in- 
stall these in our 40-foot brooder house to replace the 
impracticable Fireless Hovers tried out by us and which 
caused us the misfortune to lose a great number of 
chicks. By the use of your Self-Regulating and Self-Ven- 
tilating Hovers we hope to save hundreds of chicks. 

G. L. & W. L. HAGER, 
By G. L. Hager. 





“ECONOMICAL, EASY-TO-KEEP-CLEA! 
Gassrex, Ouro, March 13, 1911. 

Cyphers Incubator Company, Buffalo, » 
During the past twenty years we have used many 
different makes of Incubators and Brooders, but find 
that the Cyphers give us the least trouble, and are the 












and Safety—a Method By Which the 
Safe from Cats, Rats, Ete. 


















most factory of any. We used our first Cyphers 
Brooder twelve years ago, and the past three years we have used nothing 
else. We also have used’ your Adaptable Hovers, sometimes in common 
boxes indoors, sometimes in colony houses, sometimes in home-made 
brooders. We can trust them in all kinds of weathe and warm. 
Our chicks always grow up strong and healthy, and never give us any 
trouble. To any person wishing a reliable, economical, easy-to-keep-clean 


in @ season in firel 


brooding device, and one they can always rely upon, we recommend the 
would 


Ciphers, as we believe it tobe the best on the! market 
Pant See Se nerits of each 
of each, 


Hovers. 





“AM OPERATING 25 HOVERS” 

Exeren, N. H., 

Cyphers Incubator Company, Buffalo, N 

For several years I have used’ Cyphers poultry supplies with great 

guccess. Your Incubators, Brooders, Adaptable | Hoyers, | Fountains, 

Chick Food, ete,, are always used on my plant. take chances 

trying other makes. I am operating twenty-five of your Adaptable Hovers 

with most excellent results, b ‘a number of Cyphers Outdoor Brooders 

T have one 80-foot Brooder house equipped with ten of the A 
Hovers, which supply all the heat necessary for the chicks. 

myself fortunate in having chosen the Cyphers poultry equi 

are ne ten years breeding poultry I have never had what might 


called a “bad year. 
PORTSMOUTH ROAD, POULTRY FARM, 
Cunningham, Prop. 


November 7, 1911. 





the chicks this way. 





to work with, self-1 











Price f. o. b. Oakland, Cal., 


TRY ONE OF THESE 





pli 
Vater Pipes Located Waist High 

By Use of This System, One ie 

Be Started When Needed, Thus Avoiding Waste of Fuel. 





CYPHERS STYLE B OUTDOOR BROODER, 
Y. IN USE WITH CYPHERS 6x 3-FOOT CHICK SHELTER. 
Here is a Combination That Cannot Be Excelled for Raising Chicks In Health 


Chicks Are Under Complete Control and Entirely 


ADAPTABLE HOVERS PROVED OUT BEST 
Rocksnoox Fama, Brrvano, N. C., June 30, 1911. 
Gpphers Incubator Company, Buffalo. N.Y. 
in the season of 1895’ we installed a hot-water pipe system in our 
Moder house, and since that time we have raised as many as 1,400 chicks 
brooders. Desiring to install a 
better meet our present requirements. we bought brooding devices 
ttis spring from different manufacturers so that we 
Among these new devices were two of y 
We operated one in a colony house 8 x 12 fect in size, and the 
cher in a tent, as all of our covered space was occupied. 
with the Adaptable Hovers has demonstrated that your devices give 
bitter results than either the continuous hot-water brooder or the firelese 
brooder, which we have used heretofore. 
Hovers are more vigorous ‘and it requires less labor to raise 
in fact, 
fuve given us entirely satisfactory servi 





new system that 





d compare the 
our Adaptable 





Our experience 


The chicks reared with your 
we can say that the Adaptable Hovers 

ey are well made, handy 
‘and are comfortable for the chicks. We 





unally put about 50 chicks in a hover, cut off the heat in three or four 
wieks and then move the chicks to colony houses whee shot weeks old. 
ROCK. < FA 


l, 


P. Clark, Proprietor. 
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Along Rear Wall of House. 
vice, or Two, or a Dozen Can 


CYPHERS INCUBATOR COMPANY 


Branch Offices and NEW YORK, N. Y. 
Warehouses: 23 Barclay St. 


BOSTON, MASS. 


Factory and Home Offices: BUFFALO, N. Y. 


CHICAGO, ILL. KANSAS CITY, MO. 
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